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The cost of such examinations, on a scale fixed by
ministerial decree, must be borne by the master painter
or foreman. The master painters or foreman must
definitely remove from work which exposes to poisoning
the workmen attacked by chronic lead poisoning and
those who exhibit the recurring symptoms of acute
poisoning. They must temporarily remove those whose
general state of health is bad, at the date of the ex-
amination. They will keep a special register in conformity
with the model delivered by the administration, and in
which the approved factory doctor will register all the
facts determined in the course of his examination. This
register must be sent to the authorities each time a
o
requisition is  sent  for  it.    Master painters  or   foremen
must not employ workmen addicted to drink.    The}7 must
forbid the introduction of distilled alcoholic  liquids into
workshops and working yards.
Measures Imposed on Workmen
SECTION n. Workmen must not remove dry white lead
until they have satisfied themselves that the vessels in
which it is packed are tightly closed. They must empty
out this material, with the precautions required to prevent
dust.
SECTION 12. Those workmen, who have to handle dry
white lead or white lead ground in oil, or under any other
form, must do so in such a way as to avoid the substance
coming into contact with the hands, as well as the pro-
duction of splashes.
SECTION 13. Workmen are forbidden to rub down dry
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